CONTINENTAL AIRLINES 
Airbus Industrie A300B4-203 


One of Continental's A300s is shown on arrival at Boston's 
Logan International Airport in July, 1986, less than two months 
after its delivery. Powered by two General Electric CF6-50C 
engines, the A300 has a range of 3100 miles. 
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